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Lighting Services, Inc. 
77 Park Avenue 
New York 10016 


Interim Price List 

Revision Effective: October 1968 
Supersedes all previous price lists. 


1% 10 days net 30 days from date of invoice. F.O.B. our factory, Haverstraw, N.Y. 
Prices do not include lamps or any taxes that may be applicable. Prices are subject to 
change without notice. MINIMUM NET BILLING: $10.00. 

All orders must be in writing and to be effective must be acknowledged in writing by our 
New York office and at the prices shown on our acknowledgment. Our written consent 
must be obtained in order to cancel any order. In this event, the terms of the cancellation 
must indemnify us against loss. Orders for special or custom made equipment may not be 
cancelled. Payment will be due on the date we are prepared to make shipment if the 
customer, for any reason, requests that shipment be held beyond that date. Payment for 
partial shipments becomes due as shipments are made. 



AGREEMENTS We will not- be liable for losses, damages or delays resulting from strikes, accidents, or 

other causes beyond our control. Clerical errors are subject to correction. The right is 
reserved to change specifications of any item without notice and without liability with 
respect to previous sales. Every effort is made to avoid errors in catalogs, price sheets 
and forms. However, this company does not hold itself responsible for any errors or 
omissions. 


SHIPMENTS 


CLAIMS 


RETURNS 


All equipment will be shipped on a “Freight Collect” basis unless “Prepaid” shipment 
is specifically requested. In the latter event freight charges will be invoiced. In the 
absence of shipping instructions, our Shipping Department will use its best judgement. 
We reserve the right to make partial shipment(s) on all orders. 

All equipment will be inspected for proper packing before leaving the factory. Accordingly, 
our responsibility ceases upon acceptance by carrier. It is the consignee’s responsibility 
to initiate and carry through all claims for delay, damages to merchandise, or loss in 
transit, with the carrier. We will render all possible assistance in securing satisfactory 
adjustment of such claims. 

No equipment may be returned without our written consent. The customer must return on a 
prepaid basis and bear all freight charges. All returned equipment is subject to a minimum 
25% service charge plus the cost for placing the equipment in new condition. If equipment 
is returned for defect in manufacture or errors in shipment, we will issue full credit and 
no service charge will be levied. 


SPECIAL 

FIXTURES 


We will fabricate according to a customer’s drawing or to an approved print of our drawing, 
when accompanied by an order. In the latter case we will submit two prints, one of which 
is to be returned to us signed and approved. Upon receipt of the approved copy the order 
will be entered for production. Under no circumstances can we be held responsible for 
field conditions involving dimensional or other changes. 


GUARANTEE 



All equipment is thoroughly tested and inspected before shipment. We will replace or 
repair at our option at no charge any of our products which have been proven to us as 
defective in either material or workmanship. A claim for such repair or replacement must 
be made within a period of three months from date of shipment. In accepting this material 
for repair or replacement, it is understood that this is the limit of our responsibility, and 
that no other claims, as a result of this defect will be allowed. 





Cylinder 

Series 

Cl 50 Cold 
Light Cylinder 

Cat. No. List 

Price 

C150-1 29. 00 

Cl 50-2-3-4- 7 25. 00 

C150-5 23.00 

C150-8 32.00 

C150-9 28. 00 

For Brushed Alum. 

Finish Add 3. 00 

For Grounding 

Add G 1. 20 

PI 50 Cold 
Light Pendant 

PI 5018 27.00 

P15024 27.50 

P15030 28.00 

PI 503 6 28. 50 

P15042 29. 00 

P15048 29. 50 

For Brushed Alum. 

Finish Add 3.00 

CF150 

Cylinder Uplight 

CF150 25. 00 

For Brushed Alum. 

Finish Add 3.00 

For Grounding 

Add G 1. 20 


Spheroid 

Series 


B12 


11.50 


For Polished Chrome 

Finish Add 8. 50 


Quartz 

Floodlights 

Q250 Series 

Cat. No. List 

Price 

Q250-1 25.00 

Q250-2-3-4-7 21.00 

Q250-5 19.00 

Q250-8 28.00 

Q250-9 24.00 

Q250-12 20.00 

QC Louver 3. 00 

QC Hood 3.00 

For Grounding 

Add G 1. 20 

Q-Lens 

Beamshaper 

QB-100WL 25. 00 

QB-100NL 25. 00 

NL Lens 8. 00 

WL Lens 8. 00 

CT Template 1. 00 


Spotlights 

Series 

200 Series 

Cat. No. List 

Price 

200-1 25. 00 

200-2-3-4-7 21. 00 

200-5 19.00 

200-8 28.00 

200-9 24. 00 

AR-38 2.00 

Louver C 3.00 

Hood C 3.00 

For Grounding 

Add G 1. 20 

300 Series 

300-1 30.00 

300-2-3-4-7 25.00 

300-5 24.00 

300-8 33.00 

300-9 27.00 

Louver E 4. 00 

Hood E 4. 00 

For Grounding 

Add G 1. 20 

500 Series 

500-1 32. 00 

500-2-3-4-7 28.00 

500-5 26.00 

500-8 35.00 

500-9 31.00 

Louver F 5. 00 

Hood F 5. 00 

For Grounding 

Add G 1. 20 

1000 Series 

1000-2-3-4 31. 00 

Louver F 5. 00 

Hood F 5. 00 

For Grounding 

Add G 1. 20 


Low 

Voltage 

Series 

• 

25 Series 

Cat. No. 

List 

Price 

R25-2-3-6 

30.00 

25X 

30.00 

Louver A 

For Grounding 

2.00 

Add G 

1. 20 

30 Series 

30-1 

35. 00 

30-2-3-4-7 

30.00 

30-5 

29.00 

30-8 

38.00 

30-9 

33.00 

Louver C 

For Grounding 

3.00 

Add G 

1.20 

120 Series 

^20-1 

60.00 

120-2-3-4-7 

57.00 

120-5 

55.00 

120-8 

63.00 

Louver F 

For Grounding 

5.00 

Add G 

1.20 


Track 

Systems 

ULD 

Lighting Track 


Cat. No. List 

Price 

ULD 50 20. 00 

ULD 100 28. 00 

ULD 101 28. 00 

ULD RH . 60 

Cutting to Length 5. 00 


2100 Wiremold 
Lighting Track 

WM 521 
WM 1021 
WM 1121 
WM RH 
WM X04 
WM X05 

Cutting to Length 
Custom Wiring 

GELW 

Lighting Track 

SLW 4 
DLW 4 
SLW 10 
DLW 10 
SLW 11 
DLW 11 
LWRH 
LWFH 
LWSP 

LWSA 
LW3L 

Cutting to Length 


Lightline 


Cat. No. 

List 


Price 

LL24 

57.00 

LL36 

85.00 

LL48 

94.00 


Swivel 

Socket 

Series 


SS-1 

12.00 

SS-2 

8.00 

SS-3 

8.00 

SS-7 

8.00 

SS-8 

16.00 

MS-200 

8.50 

MS-208 

9. 50 

MS-212 

10.00 

E-200 Parad 

4.00 


26.00 
50.00 
50.00 
1. 50 
6.00 
3.00 
N. C. 
P.O. A, 


24.00 

40.00 

36.00 

60.00 
26.00 
48.00 

1.30 

1.60 

1.60 

1.60 

8.80 

5.00 


Glass Color 


Filters 

No. Color Gp. No. 

901 Light Pink II 

902 Medium Pink II 

903 Deep Pink II 

904 Flesh Pink II 

905 Peach II 

906 Pale Lavender II 

907 Surprise Pink II 

908 Lilac n 

909 Rose II 

910 Warm Red II 

911 Strawberry II 

912 Ruby II 

913 Magenta II 

914 Light Amethyst II 

915 Medium Amethyst II 

916 Deep Amethyst II 

917 Olive II 

918 Light Green I 

919 Special Green II 

920 Medium Green I 

921 Deep Green I 

922 Silver Green II 

923 Yellow Green I 

924 Emerald Green I 

925 Light Turquoise II 

926 Med. Turquoise II 

927 Deep Turquoise II 

928 Light Blue I 

929 Primary Blue II 

930 Medium Blue I 

931 Deep Blue I 

932 Daylight I 

933 Ice Blue I 

934 Blue Violet I 

935 Black Light-U.V. H 

936 Grey II 

937 Light Blue Green II 

938 Med. Blue Green II 

939 Light Amber I 

940 Medium Amber I 

941 Deep Amber I 

942 Straw I 

943 Gold I 

944 Canary Yellow II 

945 Lemon II 


CONTD. 


946 Pumpkin II 

947 Tangerine II 

948 Orange II 

949 Pink Gold H 

950 Bronze II 

951 Brass II 

952 Autumn Tan II 

953 Leaf Brown II 

954 Butter Pecan II 


955 Toasted Almond II 

Glass filters are priced in 
two groups. Refer to list 
above for group numbers. 

Size List Price 


Gp. I 

Gp. n 

A-B-C 1.60 

2.10 

QC (Special Colors Only) 

2.10 

D 2.00 

2. 50 

E 2.95 

3.45 

F 4.40 

4. 95 

1 to 9 

10 or 

pcs. 

more 

G 4.20 

3.50 

H 6.00 

5.00 

J 7.20 

6.00 

Spread Lens 

List 

Price 

A-B-C 

2. 50 

D 

3.00 

E 

3. 50 

F 

4.00 

Safety Screen 

Sizes A to F 

Add 1. 00 

Sizes G-H-J 

Add 2.00 

Filter Storage Cases 

Cat. No. 

List 

Price 

CFR-60 

12.00 

Portable metal case 

holds 60 size A-QC 

Filters 

EFR-60 

14.00 

Portable metal case 


holds 60 size D-E 
Filters 

CONTD. 


FS-1 10.00 

Color Filter Samples 
HC38 3.00 

PAR-38 Color Clip 
HC46 3.00 

PAR-46 Color Clip 

Fluor-O-Color 

Sleeves 

List 

Price 

1-50 pcs. 

2 ft. sleeves, ea. 1. 20 
4 ft. sleeves, ea. 1. 80 

Over 50 pcs. 

2 ft. sleeves, ea. . 90 
4 ft. sleeves, ea. 1. 35 

(Add . 50 packing charge 
on orders of 10 or less) 

LSI/Roscolene 

Sheet, 20" x 24" 1. 90 

(Add . 50 packing charge 
on orders of 10 or less) 

LSI/Roscogel 

Sheet, 20" x 24" . 60 

(Add . 50 packing charge 
on orders of less than 
100 ) 


Lamp Price List 



Lighting Services, Inc. 
77 Park Avenue 
New York 10016 


Revision effective: October 1968 
Supersedes all previous price lists. 


Cylinder 

Series 

Lamp List 

Type Price 

75PAR/SP, FL, or 

WFL 1. 98 

75PAR38/2FL 

(Cool Beam Type) 5. 25 

150 PAR/ SP, FL, or 

WFL 1. 98 

150PAR38/VWFL 1.98 

150PAR38/2SP or FL 
(Cool Beam Type) 5. 25 

150R/SP or FL 1.19 

Q250PAR38SP or FL 
30 OR/ SP or FL 1. 95 

Spheroid 

75PAR/SP, FL, or 

WFL 1. 98 

150 PAR/ SP, FL, or 

WFL 1. 98 

150R/SP or FL 1. 19 

Quartz 

Floodlights 

250Q/CL 5.65 

Q250/CL/MC 5.65 

325Q/ CL 

(500 hr. life) 7.35 


Spotlights 

200 Series 


Lamp 

List 

Type 

Price 

150 PAR/3 SP 

2.45 

150 PAR/3 FL 

2.45 

200PAR46/3NSP 

5. 50 

200PAR46/3MFL 

5.50 

200PAR46/VWFL 

5.50 

300 Series 


300PAR56/NSP 

6.25 

300PAR56/2NSP 


(Cool Beam Type) 

10.75 

300PAR56/MFL 

6.25 

300PAR56/2MFL 


(Cool Beam Type) 10.75 

300PAR56/WFL 

6.25 

300PAR56/2WFL 


(Cool Beam Type) 10.75 

Q500PAR56/NSP 

16.95 

Q500PAR56/MFL 

16.95 

Q500PAR56/WFL 

16.95 

Q500PAR56/VWFL 

16.95 

500 Series 


500PAR64/VNSP 

13.65 

500PAR64/NSP 

13.65 

500PAR64/MFL 

13.65 

500PAR64/WFL 

13.65 


1000 Series 

Q1000PAR64/NSP 30. 25 
Q1000PAR64/MFL 30.25 
Q1000PAR64/WFL 30. 25 


Low 


Voltage 


Pinspots 


25 Series 


Lamp 

List 

Type 

Price 

25PAR36 

2.95 

4515 

2.70 

30 Series 


25PAR46 

2.95 

4535 

2. 95 

120 Series 


120 PAR 

10.00 

120 PAR/1 

10.00 

120PAR64/VNSP 

13.75 

Linear System 

Lightline 


25T10/IF 

.41 

40T10/IF 

.41 

60T10/IF 

1. 50 

Modular 


Adjustable 


System ST 


25PAR36/NSP 

2.49 

25PAR36/WFL 

2.49 

25PAR36/VWFL 

2.49 

50PAR36/NSP 

2.49 

50PAR36/WFL 

2.49 

50PAR36/VWFL 

2.49 

Miniature R 

Swivel Series 

15R14/SC/SP 

1.29 

25R14/SC/SP 

1.29 

1383 

3.10 
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